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1. AdaiiraX Stevens 05 pened the diecnasion l>y stating the issi% as 

he saw It. St Is Ms hellef , and he believed he represented also the 
views of I l idio was snavoldedl^ absent, that the CIA 

should provide intelligence support for the Hationai Psycholc^lcal 
Strategy Board. TMs he asld was necessary because of tte need to 
achieve unbiased intelligence which could not be provided by one of 
the tepartnents. WMle he recognised -feat tMs reimrK was directed 
mainly at the State Department, sii«;e its Intelligence unit would 
provide stuch of the psychoioslcal intelligence st^pport, M intended his 
r^arks to extend generally «id Illustrated this by reference to the Air 
Force providing intelligence regarding the use of the Atoet Bomb which 
presuycaably stcsss from its custody of the Bomb itself* He did not believe 
the Air Force could produce reliable intelligence on such matters. 

2. Mr. Jackson respcmded by indicating that CIA had not been 
directed to provide psycl^logical (political, sociological, cultural) 
intelligence support to anyone , in fact It had bean ei^ressly directed 
not to do this in the BSC directive which stesaaed from the Dulles Report. 
He reviewed the reepcaisibillties of the Agency and suamarised that insofar 
as there was required an intelligence appreciation lAlch transcended the 
interests and capabilities of the various departments the CIA would be 
responsible fra? issuing, In collaboration with the other agencies a 
BatitHml foteiligence Estiieate. Existing s^chlnery for this wcmld be as 
properly and readily available far a subject In this field as in any 
field, furthermore. In response to additiaial questions he indicated 
that a lack of perfcaioBnce by, say, tlie State Department should be dealt 
with by coEEplalntB direct from the consumers to the State Depsrtawat. 
While the D3xect<ar of Central Intelligence at the present time had no 
poorer e of investigation into the adminletration of the various Intelll- 
^ncQ agencies he could invite the attention of the Secretary of State 
(or the head of another agency if necessary) to the sbcnrtcoBlngs which 
were attributed by the consumers of their product. 

3. Specific attention was directed to two illuBtraticaas J 

a. Tite psYciK^ogicaX reactions of the Rusaiaa people to the 

use of SbSbt It was suggested by“Mr that «Mb 
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se«!ied ott the surface to be appreciate for a Batlcmal IntwUi- 
S@nce Istlasate thenigb a dec±si<m esa that could flors- only fTcaa an 
examination of the problem by the BCI and the ZAC* If the Stwitegy 
Board vlehed an IstlBmte to be provided It coiuld easily roffrar the 
Blatter to Mr« Asanistra^ irouM be in totKh vlth the Central 
IntaHlgence Agency* 

b* ■Ergads of mibUe opijriaa and the attitudes of Influential 
KToapB la d'hlnas By and lari^ Tt'waB ecmsldered teat this Is a 

to^’ answared aalnly by the State Depert8^t*s Intelligence 
organisation and that In handling this probl® the St»te Departsent 
would noxmlly at the vwrklm level consult vlth the other Intelll- 
genco egenclee and utilise their contributions* A division of 
opiniCTO la this case, vhlch vas co^isidered on the face of it probably 
less than & Batlonal Intelligence Estlaate, would be treated by the 
ctaiau^r In the seaKi way that the President laceats the divlsicm of 
opinion that appears In regard to e Satloaol Intelligence Estinate. 

It was indicated that the best way of handling this probl«i would 
be to levy it In iTlting with Mr. Anastrong. 

h. At the concluslfflti of tills discussion It was agre^ tl»t language 
proposed by Mr* Jbekson would be satisfactory ftst incorporatloa la the 
paper which Is in prepamtloan for the Hstlonal Security Council* ISils 
languors is as foUowst 

"In accordance with general principles to be worked out 
l!«!tween the SPSS and the heads of the five InteUlgence a^ncles, 
the CIA will see thet appropriate inteillgeace is provided 

fca* psychological warf»a and that the Intelliasnce activities of 
govKOBaent departraeats and agexu:ies in this field are properly 
coordinated*” 
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